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8 April 1985 


COMMENTS (Number each comment to show from whom 
to whom. Draw a line across column after each comment.) 


Evan: 

I believe you will like the 
Sacher- -that's where I usually 
stay. 

Any feelings about the opera 
he mentions? 

Any other thoughts about the 
message to which I should respond? 
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MEli 

SECRET 051408Z APR 85 STAFF 
CITE FB IS/VIENNA 10037 
TO: FB IS . 

RYBAT 

SUBJECT: HINEMAN TRIP 
REF: FB IS 19286 

25X1 


I. I HAVE MADE RESERVATIONS FOR HINEMAN FOR THE NIGHTS OF 
6 AND 7 JUNE AT THE SACHER HOTEL. AS YOU KNOW IT IS IN AN IDEAL 
LOCATION AND IS AN INSTITUTION. IN MY OPINION THE KOENIG VON 
UNGARN IS A BETTER PLACE TO STAY, BUT IS UNFORTUNATELY BOOKED 
UP. THE ROOM IS $100.00 A NIGHT WITH DISCOUNT. I HAVE MADE 
BACK-UP RESERVATIONS AT THE KAISERIN ELIZABETH AT $75.00 A 
NIGHT. 


2. THE STATE OPERA IS PRESENTING THE PREMIER OF CAVALLERIA 
BAJAZZO ON 6 JUNE. IT IS AN ITALIAN OPERA IN WHICH PAVAROTTI 
IS PERFORMING. ON 7 JUNE, THERE IS A "BALLET EVENING". WITH 
ENOUGH ADVANCE WARNING WE SHOULD BE ABLE TO GET TICKETS — AT 
A PRICE. DECL OADR DRV CO V 2-82. ALL SECRET. 
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